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SECRET 25X1A 
c Republic - 


c TANK CARS, MARCH 1951 ( 1 p; German; Feb 51) . 
25X1X 


German Democrati 


PLANNED IMPORTS REQUIRIN 


The docunen’ 1® a typewritten copy of a chart, dated 16 February 1951, of tank cars | 
sport of various commodities during March 1951. The chart was compiled by 

requested for - Foreign and Domestic Trade, Main Department for Foreign Trade, Transportation 

the Ministry 

Sectione | 
six columns of the chart are headed: commodity, quantity in tons, total number 

Trears, average daily number of tank cars, supplier of commodity, receiver of comn- 

The commodities to be inported include benzene, crude oil, toljene, naphthalene, 

1 ribber, coal tar, fatty acid, and sperm oil. By far the largest of these items is 

ich are to be imported in 600 tank cars from the Soviet Naphtha 

Administration in Austria. It will be shipped to the Mineral O41 Works in luetzkendorf 


and the Herrnleite Mineral Oil Works in Pirna. 


25X 
i 
| 


The total number of tank cars requested for import in March 1951 amounted to 8913 


the total tonnage to be transported was 14,1506 25X1A 


; [Foreign language document.or 4 microfilm of it is available from CIA Library a, 
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Ammaturomerk Marte 
2 Wome Sohli¢ter & Budenber;, 


Telefon = SIV T= S57356, Hausayp. 228 


Transport-Anwelsung Ni 306411 


; 


Auttrag Nr, =36/ 512465 vom 50.3.1950 
T Nr. . 

oe Sh 549035 54574 

Genehmigung Nr. 22-2/10-7 vom 


Wore greatuteile fir fouentfabriken, aus Hurteiongangtahl 
Zahl und Art der Kollt M Xisten 

< I Pbsb.- 
Bruttogewicht'In kg LOAOT gam ‘Wert 2¢.Conchmigungspy 262gr,<- 
Versandbahnhot Magdebur, ‘ 


Zah! und Gattung der bendtigten Waggons Rnbdekannt,da dural: Derutra vorladen 
bzw. bendtigter Schiffsraum © 


Die DERUTRA A.-G, erhakt hlermk Anwelsung, oblige Sendung entsprechend den zwischen dem Amt fir Reparationen, 
Berlin Wt, und der DERUTRA A.-G, getroHenen Vereinbarungen zu Ubernehmen und nach folgender Vorschrilt zu 
behandeln: , 


Emplanger *W/@ Sechnoproimport” - 

Bestimmungsort ; 

ober = tettin 

Transportmttte! = Senadaba 

Der anmeldende Betrieb tragt entsprechend den Lieferbedingungen und. der Pretsanordnung die Transportkosten 
yy t bis") —g>--wogante—  Semfetische Stastrche A9. -Tonentsthe 


9 ver. Sondtar & Budonkery 


| ; Goriitewsrk om 
7 vermerken, ob ab Werk, fret Bobahof ure, : ; (ikl 


4727 — F ~ 816 — Nr. U ae — 3.50—90T — Druck: (87/16) VEB Befiiner Druckhaws, Berlin O 17 — a9gs8 IPLMLY 8221/50 
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W 2 " a pees ra ‘ is Elnoe ¥ 
U 86 d) Durchschilaa fiir den Botrlob “ae 2OX1A nereng sn 
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An * . 
ae »DERUTRA” 
ay Deutsch-Russische Transport-Aktiongeselischalt 
Zweignlederlassung _seeows Telefon S3TA—-S3T3S, 
Rausappatat 223 


Transport-Anweisung Ni 306412 


2 ees Se SS 


Auftrag Nr. R 56-/ 512495 vom 30.23.1950 a 


Trang Me aout =116)-218,-225¢-1 514-2 999-140 y-24 “2469-447 9248 
Genehmigung Nr. e2—- 2/19 = II vom ; 

Wore Brentcteile fir Zeneatfabriken, ats Nartmancanatanht | 

Zahl und Art der Koll ©9224 Kisten 

Bruttogewicht In kg TEP tye 


Versandbahnhot MeGdoburg 


vert B.denehmigung DM 186651,-- 


| Zahl und Gattung der benétigten Waggons 
bzw. bendtigter Schilfsraum pnbeknant,da duroh Derutra verieien 


———_—$———$— 


Die DERUTRA A.-G. erhalt hiermit Anwelsung, oblige Sendung entsprechend den zwischen dem Amt flr Reparationen, 
Berlin W 1, und der DERUTRA A.-G. getroffenen Verelnbarungen zu tibernehmen und nach folgender Vorschrift zu 
behandeln: : : 


Emplingar ®¥/0 Teohnoproimport"” . 
Bestimmungsort 
uber Stettin 


Transportmittel Eisenbtahn 


’ 


Der anmeldende Betrieb trdgt entsprechend den Lieferbedingungen und der Prelsanordnung, dig. Teansportkosten 
MQ, Tdhowe 


satt Staattichs 
bist) _... 0. Werks Sowjatische 122-00 ek BUdOUNY 
eraanssk Mec arch. Se Rase 
. 72 } 
Magteburg....... donJf- Beptenber 1950 ug silsttd 
*) vermerken, ob ab Werk, fre! Bahnhof usw. OS (Unterscheitt) ; 
7 
i 
| gia — F816 ~Ne. U8da—e —~ 2.60 —80T — Druck: (87/16) VBB Berliner Druckhaus, Berlin 0 17 — 29368 IPEMSY 3227/59 
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